

Vivitar 

We make it easy™ 

IR770 


Another Great 
Vivitar Product! 
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Generation 

1 

Magnification 

2.3 

Field of View 

10 Q 

Lens Aperture 

42mm 

Dyoptic Correction 

+1-4 

Power Source 

3V Lithium CR2 

Weight 

17 ounces (0.480 kg) 

Dimensions 

7.3x3.3x2.56 inches (185 x85x 65mm) 

Sku 

59941 

UPC Code 

019643-59941-3 

Specifications subject to change without notice © 2001 Vivitar Corporation 


PRELIMINARY 


Features: 

Compact Size 

Totally Waterproof 

Camera Adaptable 

Superior I mage Quality 

• Automatic Brightness Control 

Built-in l/R Illuminator Allows 
Observation in Total Darkness 

Automatic Delayed Shut Off For 
Tube and/or Illuminator Prevents 
Accidental Drain of Battery 

Includes Carrying Case& Strap 

Ideal For Hikers, Hunters & 
Birdwatchers 
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VIVITAR Corporation 
1280 Rancho Conejo Blvd. 
Newbury Park, CA 91320 
(805)498-7008 


